

Actual Size 


Attractive, bright orange color 


H-7B 

1 doz. Horseshoe Utility Magnets 
mounted on display board, 
std. pkg. 1 bd. 
sh. wt. 2 lbs. 

Price $9.00 ea. bd. 

H-7 

Horseshoe Utility Magnet, 
on individual card, 
std. pkg. 1 doz. 
sh. wt. 1 ^/a lbs. 

Price $9.00 doz. 


HORSESHOE UTILITY MAGNET 


Model H-7 

For every tool kit — for every home 
— an educational toy of lasting 
amusement and scientific interest. 
New more powerful magnet will lift 
and hold 10 lbs. of ferrous metals. 


KIT • AN EDUCATIONAL TOY 



MAGNETIC WALL STUD FINDER 




Actual Size 



Model T-8 

For every carpenter, handyman and 
home owner. When Stud Finder is 
held with arrow up and moved 
along baseboard, magnetic pointer 
swings from side to side until 
attracted by nails in studs. 


T-8B 

1 doz. Magnetic Wall Stud Finders 
mounted on display board, 
std. pkg. 1 bd. 
sh. wt. 1 V 2 lbs. 

Price $9.00 ea. bd. 

T-8 

Magnetic Wall Stud Finder 
on individual card, 
std. pkg. 1 doz. 


sh. wt. 1 1/2 lbs. 


Metallic silver-gray finish 


Price $9.00 doz. 


ULLMAN 


DEVICES CORPORATION • Ridgefield, Connecticut 










Reg. U.S. Patent Office 


New precision-made 
thermal warning device 



PERMANENT PROTECTION 


extremely sensitive to heat 

sounds alarm when thermostat 
is activated at 135°-145°F. 


•ini 1. 


approved by the Fire Marshal 
of Massachusetts in connection with 
the use of space heaters 

recommended as a low-priced 
fire alarm for home, factory, 
warehouse, garage, store, farm 

can be tested regularly just by holding 
a lighted match to instrument 



Fire-Spy 

Fire detection and warning device. 
Ivory plastic case — 2 3 /V' x 3" x lVs" 
std. pkg. 1 doz. — sh. wt. 6 lbs. 

Price $95.40 doz. 


compact and attractive 
— fits into any decor 


NO INSTALLATION COSTS 
NO BATTERIES 
NO WIRES 
NO MAINTENANCE 
NO WASTED CURRENT 

(uses current only when alarm sounds) 


The Best "8 Ounces of Prevention" 


Plugs into any 110V A.C. outlet 
Tamperproof — screws into outlet wallplate 
cannot be accidentally removed 



